To:  Drammeh,  Joan[Drammeh. Joan@epa.gov] 

Cc:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

From:  Brown,  Cindy 

Sent:  Mon  8/10/2015  1:19:08  PM 

Subject:  RE:  OT 


Hello, 

This  message  came  to  the  wrong  Cindy  Brown 


Cindy  Brown 

U.S.  EPA  New  England,  Region  1 
5 Post  Office  Square,  Suite  100 
Mail  Code:  OES04-1 


Boston,  MA  02109-3912 


phone:  (617)918-1743 


' - ll«i 
s*>rtk  Mpthe  rain 


http://www.epa.gov/regionl/soakuptherain 


From:  Drammeh,  Joan 

Sent:  Saturday,  August  08,  2015  5:51  PM 

To:  Brown,  Cindy 

Subject:  OT 
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Good  afternoon. 

Overtime  documents  for  pay  periods  15  and  16  have  been  placed  in  a secure  folder  on 
SharePoint.  Most  of  the  information  is  updated.  Please  check  the  information  regarding  pay 
grades  and  program  codes.  Click  the  following  link  to  access  the  Gold  King  Mine  Spill 
SharePoint  page  to  review  your  documents: 

https://usepa.sharepoint.com/sites/R6/6SF/GKM 

If  you  are  unable  to  access  the  SharePoint  site,  please  send  me  your  pay  grade  and 
program  code.  Thank  you. 

Respectfully, 


Respectfully, 

Joan  Drammeh 

Community  Involvement  Coordinator 
U.S.  ERA  Region  6 
SUPERFUND  Division  (6SF-V0) 
Dallas,  Texas  75202-2733 
214-665-2151  (work) 

214-665-6660  (fax) 
drammeh.ioan@epa.gov 
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